Connally Will Recover, 
His Physician Says 


DALLAS, Tex. (AP) — Gov. 

John B. Connally of Texas, 
wounded by the sniper who as- 
sassinated President John F. 
Kennedy, underwent surgery 
Friday and later was described 
by his doctor as not in critical 
condition. 

Dr. Robert R. Shaw, Connal- 
ly’s attending physician, said 
the governor “seems to have 
been struck by just one bullet, 
which entered the back of his 
chest and moved outward, tak- 
ing out and fragmenting a por- 
tion of a rib. 

“The bullet emerged from his 
chest and struck his wrist and 
thigh. The high wound ik trivial. 

"In making a wound in the 
chest, the fragments from the 
rib caused considerable tissue 
damage. It was found there was 
a tear in a part of the lung and 
a small hole in the lower lobe.” 

Shaw said, “From what we 
know about his condition at the 


present time, he will completely 
recover without a disability of 
any sort.” 

' He estimated that Connally 
would be in the hospital from 
“10 to 14 days.” 

He said Connally had not been 
told about the President’s death. 
ti In a statement, Shaw added: 
“Connally is fully conscious and 
responding to questions. The 
bullet is still in the leg. It hasn’t 
been removed. This is very in- 
significant. There is no injury to 
the left thigh. 

"We know the wound of en- 
trance was along the right 
shoulder. He was shot from 
above. We feel this is all one 
bullet. The lung was collapsed. 
However, don’t emphasize that 
because the lung can be easily 
expanded, which it is now. 

"We felt that the governor 
had lost about one and one half 
quarts of blood. This has been 
given back to him. Mrs. Connal- 
ly was outside the door during 
the surgery.” 



